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Greg Friedholm 

Assistant District Attorney, Essex County 
Dear Mr. Friedholm, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample # |HI 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 




Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: ASD 
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Executive 


Departmen 

Boston Drug Laboratory State Lab 

Tel (617) 983-6622 
Fax (617) 983-6625 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


City or Department: 


DRUC 



Name and Rank of Submitting Officer: ‘"Tsll'TT 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter 

Description of Items Submitted 



To be completed by Lab Personnel 

Gross Weight Lab Number 




Date: 
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No. 

City: Lynn Police Dept. 

Officer: Detective MARK RICHMOND 
Def: fggjtjgggfi 

Amount: 

No. Cont: 1 Cont: pb 


Date Analyzed: 0‘S- * 1 O 


Subst:SUB 


Date Rec'd: 10/02/2009 
Gross Wt.: 1.71 


No. Analyzed: 
Net Weight: 


6.f> 
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PRELIMINARY TESTS 


Spot Tests Mlcrocrystaltlne Tests 



Revised 7/2005 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q2-2010\System4\05 14 10\710481.D 

Operator : 

ASD 

Date Acquired : 

15 May 2010 23:17 

Sample Name : 

BLANK 

Submitted by : 

MGL 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 



Abundance TIC; 710481.D\data,ms 



Time~> 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


710481.D Fri Sep 23 12:22:31 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q2-2010\System4\05_14_10\716059.D 

Operator : ASD 

Date Acquired : 15 May 2010 10:33 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio % 

3 . 895 

1340036 

100.00 

100.00 


716059,D Fri Sep 23 12:22:34 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System4\05_14__10\716059.D 

Operator : ASD 

Date Acquired : 15 May 2010 10:33 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.90 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance". . “ ' "" . #29: COCAINE 



716059.D Fri Sep 23 12:22:35 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \Q2-2 010\Systern4 \05__14_10\716 06 0 .D 
ASD 

15 May 2010 10:47 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance 


TIC: 716060.D\data.ms 



Time-'-_2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.5.0 7.00 7.50 8.0 0 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


716060.D Fri Sep 23 12:22:37 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System4\05_14_10\716060.D 

ASD 

IS May 2010 10:47 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance TIC: 716060.D\data.ms 



Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


716060.D 


Fri Sep 23 12:22:45 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System4\05_14_10\716061.D 

Operator : ASD 

Date Acquired ; 15 May 2010 11:01 

Sample Name 
Submitted by 
Vial Number : 4 

AcquisitionMeth: DRUGS 
Integrator : RTS 



Abundance 


TfC: 716061 ,D\data.ms 


2500000 

2000000 

1500000 

1000000 

500000 

0 



Time—_ 2 00 2.50 3.00 3.50 4.0 0 4. 50 5.00 5.50 6.00 6.50 7. 00 7.50 8.00. 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio 

3.151 

528339 

11.62 

14.12 

3.907 

3741521 

82.29 

100.00 

4.040 

276988 

6.09 

7.40 


716061,D Fri Sep 23 12:22:48 2011 Page 1 
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Area Percent / Library Search Report 





716061.D Fri Sep 23 12:22:49 2011 Page 2 
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Area Percent / Library Search Report 


Information from 

Data File; 



File Name : 

F:\Q2-2010\System4\05 14 

10\716061.D 


Operator : 

ASD 



Date Acquired : 

15May2010 11:01 



Sample Name : 




Submitted by : 

KAC 



Vial Number : 

4 



AcquisitionMeth: 

DRUGS 



Integrator : 

RTE 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 3.91 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




716061 . D Fri Sep 23 12:22:49 2011 Page 3 
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Area Percent / Library Search Report 


Information from 

Data File: 



File Name : 

F:\Q2-2010\System4\05 14 

10\716061.D 


Operator : 

ASD 



Date Acquired : 

15 May 2010 11:01 



Sample Name : 




Submitted by : 

KAC 



Vial Number : 

4 



AcquisitionMeth: 

DRUGS 



Integrator : 

RTE 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASjj 

Qual 


3 4,04 C:\Database\PMW_T0X2.L 

Fluoranthene 
PCM 

Pyrene 


000206-44-0 38 
002201-40-3 23 
000129-00-0 9 


Abundance 

80 

60 

40 

20 


Average of 4.013 fo 4.214 min.: 716061.D\dafa.ms (-) 

262 


103 


147 


76 

116 

174 


51 63 1 89 !i 

t I't 1 | i 1 . rj'3^ r i 1 1 1 ! i'll 1 1111 1 

, ,li 1 29 

1 ,, hI|i,, 4 ,' 3 ii 

160 

187 

p \ n iViTi'nf 

I 264 279 

rrYryrrnT t r r t tt r tf jrn'ry tttt jTrivrr tttjttt 


m/Z" > 40 60 60 70 80 90 100 110 120 130 140 150 160 170 18 0 190 200 210 220 230 2 4 0 2 50 260 270 280 

#2566: Fluoranthene 


P871 

202 


Abundance 

80 

60 

40 

20 

m/z--> 40 50 60 70 80 90 1 00110 120 1 30 140 150 160 1 70 1 80 19 0 200 210 220 230 240 250 260 270 280 


75 


88 

tt+t, 


101 


150 


174 


716061.D Fri Sep 23 12:22:49 2011 


Page 4 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\System4\05_14_10\716062.D 
ASD 

15 May 2010 11:14 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance TIC: 7i6d62.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


716062.D 


Fri Sep 23 12:22:52 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q2-2010\System4\05 14 10\716077.D 

Operator : 

ASD 

Date Acquired : 

15 May 2010 14:39 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

2 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Abundance TIC: 7i6077.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


716077.D Fri Sep 23 12:23:03 2011 


Page l 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\System4\05_14_10\716078.D 

ASD 

15 May 2010 14:53 

COCAINE STD 

5 

DRUGS 

RTE 


Abundance 


1000000 


500000 


3i98 


TIC: 716078.D\data.ms 


0 L 


Time--> 2.00 2.60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 .898 

1292269 

100.00 

100.00 


716078.D Fri Sep 23 12:23:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System4\05_14_10\716078.D 

Operator : ASD 

Date Acquired : 15 May 2010 14:53 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW__TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.90 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 26 0 28 0 300 


Abundance #29: COCAINE 



716078.D Fri Sep 23 12:23:06 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q2-2010\System4\05 14 10\716079.D 
ASD 

15 May 2010 15:06 

BLANK 

2 

DRUGS 

RTE 


Abundance TIC: 716079.D\data.ms 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


716079,D Fri Sep 23 12:23:08 2011 


Page 1 
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